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Features 

• Applications Include All Electronic PC Boards Requiring 
the Use of a Socketwith Same Footprintas Most Common 
DRAM , SRAM , and VRAM Plastic Leaded Chip Carriers 

• Accepts M olded Plastic Chip Carriers Conforming to 
J EDEC Small Outline (SOJ ) Pacl<age Configuration 

• Visual and M echanical Polarization for SOJ Insertion 

• Open Frame Design for Ease of Contact Inspection and Repair 

• Optional PCB Polarization Pins Available 

• Extraction Tool Slots 

• Open Top Design for Cooler Running Chip Carrier 

• Automatic Insertion M achine Compatible 

Performance Specifications 

Body 

PPS Thermoplastic, Brown Color, 40% Glass Filled, 

Self Extinguishing, UL94V-0 Rated 

Contact Material 

Phosphor Bronze 

Contact Finish 

Tin over Nickel Plating 

Electrical Characteristics 

Contact Current Rating 

lAmp 

Contact Resistance 

30 M illiohms M ax. 
Dielectric Withstanding Voltage 
600VACM in. fori Minute 
Insulation Resistance 
1000 M egohms M in. 
Operating Temperature 
-55°C to +125°C 
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KSOJ Series Dimensions 
0.3" Width 
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Recommended PCB Layout 
(Top View) 

Dimensions in mm 
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KSOJ Series Dimensions 
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Recommended PCB Layout 
(Top View ) 



KSOJ Series Dimensions 
0.4" Width, 50 Contacts 
0.8mm Pitch 
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Recommended PCB Layout 
(Top View ) 



Dimensions in mm 
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Tape and Reel Packaging 

for Surface Mount SOJ Sockets 
and Surface Mount PLCC Sockets 
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Surface Mount PLCC Sockets 
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SOJ Sockets 
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Dimensions in mm 
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